UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


O iTfClAl , TR ARMING 
VIOLATION OF FEiOEFl U, REGULATIONS 


CASE NUMBER: 

OKI 1029 


VIOLATOR: 

Woolaroc Wildlife Preserve 
Customer#: 3950 
Certificate#: 73-C-0013 


ADDRESS (Street. City, Staid. ZIP Coda): 

PO Box 1647 
Bartlesville. OK 74005 


The U.S. Department of Agriculture has evidence that on or about March 23, 2011 , you or your 
organization committed the following violation(s) of Federal Regulations 9 CFR, Section: 

3.125(a) Facilities, Genera:... repeated failure to maintain the facility in good repair to protect 
the animals from injury. 


The Animal arid Plant Health Inspection Service (APHIS) created federal regulations to ensure the welfare of animals and 
help prevent the spread of animal and plant pests and diseases, Since violations of the regulations can have serious and 
costly impacts that are detrimental to the public interest, APHIS is providing you with an Official Warning for the violation(s) 
described above, Any further violation of these federal regulations may result in the assessment of a civil penalty, criminal 
prosecution, or other sanctions, if you have any questions concerning this Official Warning or violation(s), please contact the 
APHIS official listed in this notice 


APHIS OFFICIAL (Name): 

Chester Gipson, DVM 


APHIS OFFICIAL (Title): 

Deputy Administrator 



OFFICE ADDRESS: 

4700 River Rd., Suite 6D03 
Riverdale, MD 20737 

DATE ISSUED: 

January 11, 2012 


TELEPHONE NUMBER: 

(301) 734-4980 


Certified Mail Receipt#: 7009 1680 000 0 990 8 6241 
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